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FOLLOW-UP  OF  SANDFORD  FLEMING  FIRE 


The  loss  of  the  Sandford  Fleming  building  on  February  11th, 
1977,  resulted  in  approximately  50,000  sq.  ft.  of  academic  space 
being  taken  out  of  service.  The  Faculty  managed  to  make  tem- 
porary arrangements  for  the  rest  of  the  1977  Spring  Term  by 
over-crowding,  by  using  remote  and  unsuitable  rooms  on  and  off 
the  campus,  and  by  extending  the  hours  of  lectures  and  labs  from 
8:00  a.m.  to  6:00  p.m.  Since  this  situation  could  not  be  tolerated 
for  more  than  a very  short  period,  we  sought  an  interim  solution 
that  would  enable  us  to  continue  with  our  academic  programs  for 
two  or  three  years  until  such  time  as  the  Sandford  Fleming  build- 
ing can  be  reconstructed.  An  extremely  fortunate  coincidence  of 
timing  occurred  in  that  the  Metropolitan  Toronto  Reference  Library, 
situated  at  the  corner  of  College  and  St.  George  Streets,  was 
scheduled  to  move  to  a new  city  location  in  August  of  this  year. 
Immediately  after  the  fire  therefore,  we  approached  the  Metro- 
politan Toronto  authorities  with  a request  to  lease  the  building  for 
the  necessary  period  of  time.  We  then  found  ourselves  enmeshed 
in  the  world  of  municipal  politics,  since  there  were  competing 
claims  for  the  building,  but  we  did  ultimately  succeed  partly  with 
the  help  of  alumnus  Paul  Godfrey,  Metro  Chairman,  in  obtaining  it 
for  our  use.  The  Library  moved  out  on  schedule  on  August  29th, 
and  the  Physical  Plant  Department  of  the  University  began  imme- 
diately to  implement  a plan  that  we  had  prepared  during  the  inter- 
vening months.  By  working  round  the  clock  and  over  the  Labour 
Day  week-end,  the  building  was  made  ready  for  classes  by  9:00 
a.m.  September  12th,  the  target  date  that  we  had  set  back  in  May. 

Meanwhile,  the  planning  for  the  reconstruction  of  the  Sandford 
Fleming  building  has  proceeded.  At  the  time  of  writing,  (September 


21st),  the  major  initial  steps  have  been  taken.  The  size  of  the 
reconstructed  building  has  been  set  by  the  President,  Page  and 
Steele  have  been  appointed  Architects,  and  they  have  presented  a 
preliminary  layout  in  accordance  with  directions  from  a “Users’ 
Committee”.  As  presently  conceived  the  plan  calls  for  retaining 
the  original  facade  — the  East  wall  of  the  building,  and  the  original 
North  wall.  It  is  felt  by  all  concerned  that  the  historical  and 
aesthetic  values  of  the  building  are  such  that  they  are  worth 
preserving.  However  the  plan  calls  for  gutting  the  entire  interior 
of  the  building,  and  reconstructing  it,  including  the  area  of  the 
open  court  in  the  interior  of  the  original  building.  It  is  currently 
planned  to  include  items  that  were  not  in  the  original  building  — 
a cafeteria,  the  Engineering  Society  stores  and  offices,  and  the 
Department  of  Computer  Science.  The  latter  was  formerly  housed 
in  the  Physics  building,  and  the  cafeteria  and  Engineering  Society 
were,  as  many  Alumni  will  recall,  located  in  the  old  “Engineering 
Annex”,  space  that  had  to  be  taken  over  by  the  University  of 
Toronto  Computer  Centre  following  the  fire. 

The  staff  and  students  of  the  Faculty  are  generally  satisfied  with 
our  interim  accommodation,  and  look  forward  with  great  expecta- 
tions to  the  new  modern  facilities  that  will  be  provided  by  the 
reconstruction.  These  will  be  of  a standard  and  quality  befitting 
one  of  Canada's  major  Engineering  schools.  We  are  most  apprecia- 
tive of  the  action  of  the  Alumni  in  designating  the  reconstruction 
of  the  Sandford  Fleming  building  as  its  major  UPDATE  project. 

B.  Etkin 

Dean 

September  21,  1977. 


CENTENNIAL  THESIS  AWARDS  — 1976/77 


NAME 

PROGRAM 

THESIS  TITLE 

Mr.  A.  Peter  Halsall 

Civil  Eng. 

“Erosion  Control  Study  — 1976 
Lake  Ontario  Shoreline  of  Etobicoke, 
Scarborough  and  Pickering-Ajax” 

Mr.  Herman  C.  Oussoren 

Geological  Eng. 

“Underground  Mining  of  the 
Niagara  Escarpment” 

Mr.  Bruce  D.  Abugov 

Mechanical  Eng. 

“Design  of  a Submersible 
Composite  Water  Sampler” 

Miss  Lisa  Williams 

Industrial  Eng. 

“Microprocessor  Based  Cardiac 
Analyzer” 

Mr.  John  Hamer 

Eng.  Science 

“The  Influence  of  Oscillating 
External  Pressure  on  Gas-Phase 
Catalytic  Reactions” 

Mr.  Charles  Douglas  Crawford 

Chemical  Eng. 

“Natural  and  Mixed  Convective 
Heat  T ransfer  from  a Horizontal 
Cylinder” 

Mr.  Steven  Woodward 

Electrical  Eng. 

“Measurement  of  Operational 
Amplifier  Parameters” 

Mr.  Peter  Maak 

Metallurgy  & 

Materials 

Science 

“The  Effect  of  Antimony  on  the 
Sintering  Behaviour  of  Silver 
in  the  Initial  Stage  of  Sintering” 
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Now  that  we  have  your  attention  again, 
you  will  be  delighted  to  know  that  the  Lady 
Godiva  Memorial  Band’s  Fourth  L P record 
album  is  available  for  the  paltry  sum  of  $4.00 
— truly  a bargain.  Get  yours  while  they  last 
at  the  Engineering  Stores. 

Call  (416)  978-2917  for  information  or  write 
if  you  live  out  of  town. 

DON’T  WAIT! 


They  won’t  last  long  at  this  price  and 
they  make  lovely  door  mats. 
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TIMOTHY  PIPER 

TIMOTHY  PIPER 

WINS  STEWART  WILSON  AWARD 

Tim  Piper  was  named  the  1977-78  winner  of  the  Stewart  Wilson 
Award.  As  winner  of  the  award,  Tim  receives  free  accommodation 
at  New  College  for  the  1977-78  academic  year  — a prize  worth 
almost  twelve  hundred  dollars.  The  award,  named  in  memory  of 
the  former  Assistant  Dean  of  the  Faculty  of  Applied  Science  and 
Engineering  and  Assistant  to  the  Principal  of  New  College,  is 
awarded  annually  to  a student  entering  second  year  engineering, 
living  at  New  College  and  exhibiting  academic  ability,  leadership 
qualities,  contributions  to  College  activities  and  financial  need. 

Tim  completed  first  year  Engineering  Science  with  an  overall 
average  of  87% . In  addition  to  his  own  studies,  he  regularly  helped 
other  students  in  residence  with  their  academic  problems.  He  also 
contributed  greatly  to  residence  activities  of  all  sorts.  Tim’s  outside 
interests  include  track  competition  and  coaching  (especially  long 
distance  running),  building  and  racing  model  airplanes  and  elec- 
tronics experimentation. 

Tim  is  the  thirteenth  student  to  benefit  from  this  Alumni  project 
which,  like  all  Alumni  activities,  is  made  possible  through  your 
contribution  to  the  Varsity  Fund.  We  wish  Tim  continued  success 
in  his  education  and  career. 
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DR.  CLEMENT  W.  BOWMAN  AWARDED 
2T5  MERITORIOUS  SERVICE  MEDAL 

The  2T5  Meritorious  Service  Medal  was  awarded  to  Dr.  Clement  W.  Bowman  (5T2).  Born  in 
Toronto  in  1930,  Dr.  Bowman  graduated  in  Chemical  Engineering  from  the  University  of  Toronto. 
He  began  his  engineering  career  with  C.I.L. /Dupont  in  1953  where  he  worked  on  the  develop- 
ment of  nylon  as  a tire  cord  material,  and  then  on  polyethylene  development  before  returning 
to  the  University  for  graduate  work.  Dr.  Bowman  joined  the  research  department  of  Imperial  Oil 
in  1960  where  he  worked  on  the  extraction  and  processing  of  the  Athabasca  tar  sands  oil. 
He  assisted  in  developing  a novel  process  for  the  recovery  of  bitumen  from  the  tar  sands. 
In  1963,  he  transferred  to  Syncrude  Canada  at  Edmonton  and  shortly  became  research  manager. 
He  did  an  outstanding  job  of  organizing  a highly  effective  research  group,  directing  technical 
development  and  fostering  research/business  co-ordination.  He  returned  to  Imperial  Oil  in 
Sarnia  in  1969  as  chemical  research  manager  and  in  1971  became  petroleum  research  manager. 
Dr.  Bowman  has  ten  published  papers  in  scientific  and  technical  journals  on  fluid  dynamics 
and  the  Athabasca  tar  sands  and  holds  five  patents  on  tar  sands  processing. 

Dr.  Bowman  has  been  a member  of  CIC/CSChE  since  1960,  serving  as  Chairman  on 
numerous  committees  and  as  President  in  1975. 


DR.  & MRS.  C.  W.  BOWMAN 


Ten  University  of  Toronto  Engineering  graduates  with  outstanding  careers,  two  of  them  living,  were  named  to  the 
newly  created  Engineering  Alumni  Hall  of  Distinction  during  Spring  Reunion  celebrations  June  3. 

Co-sponsored  by  the  Engineering  Alumni  Association  and  the  Faculty  of  Applied  Science  and  Engineering,  the 
Hall  of  Distinction  has  been  established  at  the  occasion  of  the  University’s  150th  Anniversary  to  honour  U.  of  T. 
Engineering  alumni  who  are  recognized  widely  for  “substantial”  engineering  accomplishments.  They  will  be 
selected  annually. 


HALL 

OF 

DISTINCTION 


NAMED  TO  THE  HALL  OF  DISTINCTION  WERE: 

ALFRED  EDWARD  BERRY  — born  in  St.  Mary's,  Ont.;  graduated  in  1917 

* leading  authority  in  water  resources  and  sanitary  engineering 

* general  manager  and  chief  engineer  of  the  former  Ontario  Water  Resources  Commission 

RALPH  KINGSLEY  ILER  — born  in  Arner,  Ont.;  graduated  in  1930 

* one  of  the  world’s  foremost  silicate  chemists,  developer  of  TD  Nickel  and  of  new  cutting 

* tool  materials 


DR.  & MRS.  R.  K.  ILER 


NAMED  POSTHUMOUSLY  WERE: 

HENRY  GIRDLESTONE  ACRES  — born  in  Paris,  Ont.;  graduated  in  1903 

* pioneer  in  the  production  and  transmission  of  electricity  from  hydro-electric  power  sources 

* chief  engineer  for  Queenston-Chippawa  hydro-electric  power  development 

FREDERICK  WALKER  (Casey)  BALDWIN  — born  in  Toronto;  graduated  in  1906 

* collaborator  with  Alexander  Graham  Bell  in  the  development  of  mechanical  flight 

* the  first  Canadian  to  fly  an  airplane 

WILLIAM  DUNCAN  “DOLLY”  BLACK  - born  in  Toronto;  graduated  in  1910 

* former  president  and  chief  executive  officer  of  Otis  Elevator  Co.  Ltd. 

HERBERT  EDWARD  TERRICK  HAULTAIN  - born  in  Brighton,  England;  graduated  in  1889 

* pioneer  in  mining  engineering  and  ore  processing 

* originator  of  the  engineering  “Iron  Ring  Ceremony” 

THOMAS  HENRY  HOGG  — born  in  Chippawa,  Ont.;  graduated  in  1907 

* leader  in  the  development  of  hydro-electric  power 

* former  chairman  and  chief  engineer  of  Ontario  Hydro 

THOMAS  RICHARDSON  LOUDON  — born  in  Toronto;  graduated  in  1905 

* one  of  the  pioneers  of  the  Canadian  aircraft  industry 

* directed  the  design  of  the  Varsity  Stadium 

THOMAS  KENNARD  THOMSON  - born  in  Buffalo,  N.Y.;  graduated  in  1886 

* designer  of  structures,  bridges  and  tunnels,  particularly  in  Manhattan,  New  York  City 

CLARENCE  RICHARD  YOUNG  — born  in  Picton,  Ont.;  graduated  in  1903 

* specialized  in  the  design  of  bridges,  buildings,  and  foundations 

* authority  on  economic  and  legal  aspects  of  civil  engineering. 
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SPRING  REUNION  77  PHOTOS 

The  pictures  on  the  following  pages,  taken  at  Spring  Reunion  ’77,  are  available  in  two  sizes:  5"  x 7” 
and  8"  x 10",  B & W,  for  $2.50  and  $3.00  respectively.  (Price  includes  tax  and  postage.) 

Make  your  selections  on  the  pages  and  send  them  with  the  completed  order  form  to  Alumni  House. 
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Send  your  requests  with  your  cheque 
to: 

Mrs.  Donna  Peachman 
do  Alumni  House 
47  Willcocks  St. 

Toronto,  Ontario 
M5S  1A1 


(please  include  postal  code) 


